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Message Text 


UNCLASSIFIED 

PAGE 01 PORT 0 03288 151419Z 
ACTION COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 PA-02 PRS-01 USIA-15 /036 W 

010828 /43 

R 151248Z DEC 76 
FM AMEMBASSY PORT OF SPAIN 
TO SECSTATE WASHDC 108 
INFO AMEMBASSY SANTO DOMINGO 

UNCLAS PORT OF SPAIN 3288 

E.O. 11652: N/A 
TAGS: BEXP, TD 

SUBJECT: CATALOGUE SHOW: US HOSPITAL AND MEDICAL EQUIPMENT 
REF: 72 STATE A-9166 

1 . SUBJECT EXHIBITION WAS HELD DECEMBER 6-7 AT THE HOLIDAY 
INN, PORT OF SPAIN. 167 FIRMS SUPPLIED CATALOGUES. WE 
ESTIMATED 120 VISITORS, 82 OF WHICH REGISTERED. TQW 
INQUIRIES WERE DEVELOPED, WITH 147 FIRMS RECEIVING INQUIRIES. 

2. BECAUSE OF SLOW-DOWN AT POST OFFICE, SOME CONTACTS WERE 
MADE BY EMBASSY FOLLOWING CLOSE OF SHOW. FIRMS HAVE BEEN 
INVITED TO INSPECT CATALOGUES AT EMBASSY, AND OUR FINAL 
REPORT MAY INCLUDE ADDITIONAL INQUIRIES. 

3. EMBASSY CONSIDERS SHOW A SUCCESS IN TERMS OF OUR 
OBJECTIVES. REPRESENTATIVES OF KEY FIRMS HANDLING THESE 
LINES ATTENDED, MANY SPENDING CONSIDERABLE TIME PERUSING 
CATALOGUES. SEVERAL INDIVIDUALS NEW TO THIS LINE ALSO 
PARTICIPATED. INTEREST FROM MEDICAL PROFESSION WAS HIGH, 
WITH HOSPITAL REPRESENTATIVES FROM OUT OF TOWN 
(INCLUDING TOBAGO) MAKING TRIPS TO PORT OF SPAIN FOR 
OCCASION. MINISTRY OF HEALTH CHIEF MEDICAL OFFICER, 

WHO INAUGURATED SHOW, EXPRESSED APPRECIATION FOR 
EXHIBITION, REINFORCING IMAGE OF SERVICE TO MEDICAL 
COMMUNITY WHICH EMBASSY HAS TRIED TO PROJECT. 
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Errors: N/A 
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